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MACHINE : 

PUMA VT900-2SP 

SERIAL NO 

MT0030-000000 

DATE : 

Oct. 14. 2013 


TURNING CENTER 
TEST RECORD 



L £T£]HB.|-.SO^ 




M.DEF-Q8040-1 1-2(1990. 11. 20) 


A 4 (210x 297mm) 


NC LATHE TEST RECORD 


1000 X 850 


1 . GEOMETR I CAL TEST 


MACHINE NO. 


PARALLEL I SM 
OF SPINDLE 
WITH CARRI- 
AGE MOVEMENT 


B. 

IN 

HORIZON- 
TAL PLANE 


4 CAM ACTION OF SPINDLE 
FLANGE 


LN-2/5 


MT0030-000000 


UNIT : dim ( inch) 




PERMISSIBLE ERROR 

READ 1 NG 



UP TO 
1000 

UP TO 
2000 


0.02 

0.02 

LEFT 

RIGHT 

0.02 

(0.0008) 

0.03 

(0.0012) 

LEFT 

AT THE END OF SPINDLE NOSE 

RIGHT 

0.03 

0.04 

LEFT 

AT THE END OF 

: 300 TEST BAR 

RIGHT 

0 02 

0 03 

LEFT 



RIGHT 

0.02 

0.02 

LEFT 



RIGHT 

0.02 

0.02 

LEFT 

(0.0008) 

(0.0008) 

RIGHT 



M . DEF-Q8040- 11-2(1990.11.20) 


M210X 297mm) 


Doosan Infracore Co., Ltd 
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^(210 x 297mm) 


Doosan Infracore Co. , Ltd 





























2. POSITIONING TEST 


LN -4/5 


1. POSIOTIONING ACCURACY FOR EACH LENGTH 



PERMISSIBLE ERROR 

SW 


UP TO 1000 

UP TO 2000 

0.01 

0.01 

(0.0004) 

(0.0004) 

IN 100(4") 

0.02 

0.025 

(0.0008) 

(0.0010) 


IN 300(12") 


UNIT : mm ( inch) 
READING 




M . DEF-Q8040-1 1-2(1990.11.20) 


A 4 (210 X 297mm) 


Doosan Infracore Co., Ltd 









































3. PRACTICAL TEST 


LN - 5/5 



ACCURACY OF 
BAR CUTTING 


2 ACCURACY OF 
FACE CUTTING 


LLUSTRAT I ON 


APPROX. DIMENSION 
OF WORKPIECE 




PERMISSIBLE ERROR 


CYLINDRI- 
CAL SHAPE 



READING 

(mm) 



500(20") 

TO 120 
750(30") (4.8" 
INCL. 


225 0.012 0.018 

(9") (0.00048) (0.00072) 



CYLINDRICAL 


750(30") 

TO 1,000 160 300 0.014 0.020 

(40") (6.3") (12") (0.00055) (0.0008) 

INCL. 



1,000 
(40") TO 
1,500 
(60") 
INCL. 




240 450 0.016 0.023 CYLINDRICAL 

(9.4") (18") (0.00063) (0.0009) 


FLATNESS 



500(20") 

TO 

750(30") 

INCL. 


750(20") 
TO 1,000 
(40") 

INCL. 


1,000 


(40") TO 

c 

1,500 

(60") 

(2 

INCL. 




READ I NG 


0.02 
(0.0008) 
PER DIA. 



(CONCAVE) 


0.02 
(0.0008) 
PER DIA. 



0.03 
( 0 . 0012 ) 
PER DIA. 




M.DEF-Q8040-1 1-2(1990. 11. 20) 


A 4 ( 2 1 0 x 297mm) 


(CONCAVE) 


( ) i nch 


Doosan Inf raoore Co. , Ltd 


























































